MyLA311: Cancelled - Graffiti Removal - 1914 W ... 


Subject: MyLA311: Cancelled - Graffiti Removal - 1914 W PICO BLVD, 90006 
From: <311@lacity.org> 

Date: 05/17/2018 02:24 PM 
To: <moises@lani.org> 


Your Graffiti Removal request was updated on 05/17/2018 2:24 PM. 

Service Request # 1-1029096012 
Location: 1914 W PICO BLVD, 90006 
Status: Cancelled 

Cancelled Please see the comments for additional information. 

Recent comments: 

This mural is not city approved, owner responsible for graffiti removal. 

You can check the status of your request by 

1. Visiting https://myla311.lacity.orq <https://myla311.lacity.orq> 

2. Using the mobile app from Google Play <https://play.qooqle.com/store 
/apps/details?id=com.LA.MyLA311&hl=en> or the Apple Store <https://itunes.apple.com 
/us/app/myla311/id611079486> 

3. Contacting Office of Community Beautification with your service request number 

Email: 311@lacity.org <mailto:311@lacity.orq> 

Telephone / TTY: Within LA city boundaries: dial 311 

Outside greater LA area: dial (213) 473-3231 
Hearing impaired: TTY (213) 473-5990 
Call center hours: M-Su 8:00 am - 4:45 pm 

Office of Community Beautification 
Department of Public Works 
200 N. Spring Street 
Los Angeles, CA 90012 
Phone: (213) 978-0228 

Email: bpw.communitybeautificationglacity.orq 
<mailto:bpw.communitybeautification@lacity.org> 

http://bpw.lacity.orq/OCB/index.html 

https://www.facebook.com/LAOCB 
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